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A. BX6747 ‘-V /. f ’-f 

B. flash report after process IMS 

c. type i ' -i . ; ■ /? 

d. c ■ _ , 15 .... 

E. THE FILM ARRIVED IN GOOD 'PHYSICAL CONDITION. MISSION HAD GOOD 

RESOLUTION. NORMAL EXPOSURE, METERING AND OPERATIONAL DATA RECORDING. 

FILM WAS SLIGHTLY HIGH IN APPARENT CONTRAST. MINUS DENSITY LINES 1 

WERE NOTED IN ALL FWD FRAMES 5/8 INCHES FROM LEADING EDGE AND 
j t /4 INCHES FROM TRAILING EDGE. A MINUS DENSITY LINE WAS OBSERVED 
IN ALL AFT FRAMES 2 |/4 INCHES FROM THE LEADING EDGE. AW EXTREMELY 
FINE PLUS DENSITY SCRATCH OCCURRED 5/8 INCHES FROM LEADING EDGE, 

-INTERMITTENTLY THROUGHOUT THE MISSION. DATA CHAMBERS WERE COCKED 
APPROXIMATELY 5 DEGREES TO LEFT OF PERPENDICULAR IN ALL FRAMES , 
CAUSING SOME DATA CHAMBERS TO ENTER IMAGERY. EXCESSIVE BLURRING 
CAUSED BY CAGING WAS NOTED FROM FRAMES 124 7 TO 1265. 
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f. A LIRE OF DATA VAS 3APBLED 8h TWEED ELAPSED Tl*fe »7fc3 :\W 
6773. ft LINE OF LATA MS ADDED SET YE r F ELAPSED TIME 754 6 h N. 
755S, 4XD. SFTVifS -LAPSED TIME 12833 A33 12842. TAPE APPEARS 

satisfactory. Tape evaluation pert aims to- camera opepa'tiow 

O'L Y . 

TOPS C P E T 


i feft r ffl b' A 'gm 


Approved For Release 2002/06/13 : CIA-RDP69B00041R0016000c|0D47tP 








Approved For Release 2002/06/13 : CIA-RDP69B00041R001 60001 0047-0 


k. 



1 7 ■ 
u / 

yy 3 ; if i f 


HDFXBXEAX PR 





U0YGVONL3 urr 1 782E1 A 068ALA876 YKA3 1 $ 


00 RUEIWW RUE If F 
DE RUALYK 154 02 7051$ 

2iY KXXXX 
0 2705 00Z ZFF 1 

BT 

XXXXX 

TG BE PROCESSED BY SPECIAL DESIGNEES ONLY 


25X1 A 


25X1 A 


A# 3X6647 

3. F I L v; EVALUATION REPORT 
^ tv pc in 

26'/ . .... . 

D. FitLT RQN j# ft BH XMX5 IB/4 7 Sfc.C/36 uEGRi-tS i* 

E. 2.31/7.67 T. 2 6 T.27 

F. 34 ./A 04*2- l'3-7 

G. CD GOOD 


T 0 P $ r 

0 P F T a SB CITE 


0279 

■. f v •*. " , ; i a t v 


T ■ FO I v 3f 3 





2EX1A 25X1A 

25X1 A 


(2) GOOD 


Approved For Release 2002/06/13 : CIA-RDP69B00041R001 60001 0047-0 



(5) OPERATIONAL 1 

Approved For Release 2002/06/13 : CIA-RDP69B00041R001 60001 0047-0 

f S) FORMAL 

(V 10 PERCENT OVER UNO 4 0 PERCENT OVER WATER 
H. O.N, DISPOSITION TO E.K. THREE O'UPE POS TO NATIONAL CUSTOMERS. 
SEVEN DUPE POS AND 1 DUPE h£3 TO THEATRE CUSTOMERS. NORMAL STARTUP 
AND SHUT DOWN." MINUS DENSITY LINES WERE NOTED IN ALL EWD FRAMES 
T u FROM LEADING EDGE AND I 1/4" FROM TRAILING EDGE • A MINUS' 
'DENSITY' LINE ms OBSERVED IN ALL AFT FRAMES 2 1/4" FROM THE LEADING 
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EDGE AND EXTREMELY FINE PLUS DENSITY SCRATCH OCCURED 5/ff* FROM 
LEADING EDEG INTERMITTENLY THROUGHOUT THE MISSION. DATA CHAMBERS 
WERE COCKED APPROXIMATELY 5 DEGREES TO LEFT OF PERPENDICULAR IN 
ALL FRAP'S, CAUSING SOME DATA CHAMBERS TO ENTER IMAGE AREA. 
EXCESSIVE BLURRING CAUSED BY CaGEING APPARENT IN FRAMES J24? 

TO 1265 . FRAMES 1 THRU 4 TITLING IN IMAGE AREA. FRAME S 
327 AND 328 HANDLING MARKS. FRAME 485 PINHOLES. MINUS DENSITY 
LINE 3/4” FROM TRAILING EDGE. OVERLAP IN FRAMES If® I THRU 1036. 
DATA RECORD INC CHAMBER DOUBLE EXPOSED ON 1023 AMD 1324. 1355 

THRU 1364 SHUTDOWN FACTORY SPLICE FRAME 124 0. FRAME 124 1 TRACKED 
OFF ON TRAILING EDGE. 
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MSN BX684T WAS AN EXCELLENT MISSION EXCEPT FOR A VERT 
FEW FRAMES THAT HAD APPROX 5 INCH OVERLAP. THIS COULD 
POSSIBLY BE CAUSED BY AIRCRAFT TURNS, TURN ON/OFF OR POSSIBLY 
AN OCCASIONAL NeTERIKG PROBLEM. UNTIL IT IS DETERMINED 
EXACTLY WHY THM OVERLAP OCCURRED REQUEST THE OTHER TWO 

TYPE I CAMERAS BE USED OR, IF NECESSARY, IC BE USED IN 
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